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DAVID CLARK COMPANY ° 


INCORPORATED 
POST OFFICE BOX 555 
360 PARK AVENUE 


_ WORCESTER 2, MASSACHUSETTS 


INVOICE TO: 


STATINTL 
SHIP TO: 


Ontario, California 


PAYMENT OFFICE: 


—————— SS 


ITEM QUANTITY DESCRIPTION — S/N and/or P/N 
1 1 each S-621L for =-30 


Suit salvaged in accordance with Project 
Directive 67-16 and MN letter dated 
27 July 1959. 


STATINTL 
Special breathing bladder connector and the 
standard capstan hose connector Al-218 used 
on the suit for -30 made on Production List 
No, DCC=52l18-1 and appropriate credit for 
materials allowed, 


Invoice No. 

Invoice Date 

Shipment No.S1537=5691<M / C 
Shipment Date 8=3=59 
Contract No. CHeTM=4l;  finai 
Order No, 

Rea’. No. 

B/t Ne. 

Rowling 

Gr. ‘We. 

No, of Cos. 

Project No. 5691 


Ternis 


UNIT PRICE TOTAL PRICE 
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